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F. Security, medical, emergency & fire protection plans

9203100066 Forwards insp repts 50-335/91-27 & 50-389/91-27 on 911223- 920127 &
notice of violation.NRC concerned about violation since formal control of TS re equip-
ment fundamental to ensuring operator knowledge of plant status,
SINKULE.M.V. Region 2 (Post 820201). 92/02/25. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 60843:275-60843:295.

-9203100083 Insp repts 50-335/91-27 & 50-389/91-27 on 911223-920127. Violation
noted.Major areas inspected:plant operations review.maint observations.surveillance
observations.review of nonroutine events & fire protection review.
ELROD.S.A., SCOTT.MA, LANDIS.K.D. Region 2 (Post 820201). 92/02/25.  17pp.
60843:279-60843:295.

9203100144 Rev 15 to HP-202, "Environmental Monitoring during Emergencies." W/
920304 Itr.
SAGER,D.A. Florida Power & Light Co. 92/03/04. 26pp. 60900:093-60900:118.

9203160232 Forwards Rev 32 to physical security plan.Rev withheld (ref 10CFR73.21 &
2.790(a)<3)).

SAGER.D.A. Florida Power & Light Co. 92/03/10. Document Control Branch (Docu-
ment Control Desk). 1p. 60946:088-60946:088,

9203200264 Accepts 911023 emergency response data sys implementation plan for fa-
cility.

NORRIS.J.A. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/18. GOLDBERG.J.H. Florida Power & Light Co. 3pp. 60997:338-60997:340.

9203240324 Accepts 911021 emergency response data sys implementation plan for fa-
cility.

RAGHAVAN.L. Project Directorate II-2. 92/03/18. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 61085:273-61085:275.

J. Insurance & indemnity information

9203240369 Lists nuclear property insurance programs.per requirements under
10CFR50.54(w)(3).

BOHLKE.W.H. Florida Power & Light Co. 92/03/18. Document Control Branch (Docu-
ment Control Desk). 2pp. 61093:348-61093:349.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030053 Discusses 920206 meeting w/util in Atlanta, GA re self- assessment pres-
entation for facility.

REYES.LA. Region 2 (Post 820201). 92/02/12. GOLDBERG.J.H. Florida Power &
Light Co. 65PP. 60753:177-60753:241.

9203020255 Application for amends to Licenses DPR-67 & NPF-16,changing TS Pages
B 2-8,2-5 3/4 3-2 & 3/4 3-4 re relaxation of reactor trip by turbine trip setpoint.
HARRIS.K.N. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu-
ment Control Desk). 3pp. 60783:043-60783:070.

-9203020256 Proposed TS  Pages B 2-8,2-5,3/4 3-2 & 3/4 3-4 re loss of load
(turbine),trip bypass & reactor protection sys instrumentation trip setpoint limits.
; Florida Power & Light Co. 92/02/25, 25pp. 60783:046-60783:070.

9203030387 Forwards SE granting relief requests contained in util 900103 rev 2 to in-
service testing (1ST) programmer generic Itr 89-04.Util requested to provide NRC w/
description of process used in developing 1ST program.EGG-NTA-9675 encl.
BERKOW.H.N. Project Directorate 11-2. 92/02/26. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 60772:272-60772:326.

-9203030392 Safety evaluation accepting util relief request contained in 900103 rev 2
to inservice testing (1ST) programmer generic Itr 89-04.
* Office of Nuclear Reactor Regulation, Director (Post
60772:275-60772:277.

870411). 92/02/26. 3pp.

-9111220229 'Technical Evaluation Rept Pump & Valve Inservice Testing Program.St
Lucie-Unitl."

CAIN.R.S. EG&G Idaho. Inc. FIN A-6812. EEG-NTA-9675. 91/11/30. NRC - No De-
tailed Affiliation Given. 52pp. 60772:278-60772:326.

9203060319 Summary of 920303 meeting w/util in Rockville.MD re current licensing
issues.

NORRISJ.A.   Project   Directorate   II-2.   92/03/03.   Project   Directorate   II-2.   2pp.
60816:036-60816:037.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203180137 Application for amend to license DPR-67,revising TSs Design Section 5.3.1
re fuel assemblies to delete max weight of U in fuel rod & provide alternative require-
ments.

BOHLKE.W.H. Florida Power & Light Co. 92/03/13. Document Control Branch (Docu-
ment Control Desk). 3pp. 60977:058-60977:067.

-9203180143 Proposed Tech Spec 5.3.1 re fuel assemblies.

*  Florida Power & Light Co. 92/03/13. 7pp. 60977:061-60977:067.

9203200205 Responds to 920214 Itr informing of schedular change of commitment to
perform test of MOVs per Generic Ltr 89-10 & test all valves in generic Itr program
where practicable.

NORRIS.J.A. Project Directorate I1-2. 92/03/16. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 60997:336-60997:337.

9203250010 Discusses NPDES Permit mod issued by EPA on 920228.
SAGER.D.A. Florida Power & Light Co. 92/03/18. Document Control Branch (Docu-
ment Control Desk). 16pp. 61099:209-61099:224.

9203260330 Summary of 920227 meeting w/util in Rockville.Md re seismic adequacy
verification of equipment at St Lucie Plantunit 1 & Turkey Point Plant,units 3 & 4. List
of attendees encl.

RAGHAVEN.L.  Project  Directorate  II-2.  92/03/18.  Project  Directorate  II-2.  7pp.
61092:342-61092:348.

9203260245 Notification of 920417 meeting w/util in Rockville.MD to status of active
licensing actions.

NORRIS.J.A. Project Directorate II-2. 92/03/25. BERKOW.H.N. Project Directorate II-
2. 3pp. 61165:078-61165:080.

9203260280 Notification of 920401 meeting w/util in Rockville.MD to discuss general
licensing issues.

RAGHAVAN.L, NORRIS.J. Project Directorate II-2. 92/03/25. BERKOW.H.N. Project
Directorate II-2. 3pp. 61165:081-61165:083.

Q. inspection reports, 9E Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting,"
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9203030210 Forwards "1991 Annual Operating Rept St Lucie Units 1 & 2" & "1991 St
Lucie Unit 1 Steam Generator Inservice Insp Rept," per TSs 6.9.1.4 & 4.4.5.5,respec-
tively,

SAGER.D.A. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu-
ment Control Desk). 3pp. 60800:140-60800:294.

-9203030221 "Steam Generator Inservice Insp Rept St Lucie Unit 1" for 1991.

*  Florida Power & Light Co. 91/12/31. 100pp. 60800:178-60800:294.

9203100066 Forwards insp repts 50-335/91-27 & 50-389/91-27 on 911223- 920127 &
notice of violation.NRC concerned about violation since formal control of TS re equip-
ment fundamental to ensuring operator knowledge of plant status.
SINKULE.M.V. Region 2 (Post 820201). 92/02/25. GOLDBERG.J.H. Florida Power A
Light Co. 3pp. 60843:275-60843:295.

-9203100078 Notice of violation from insp on 911223-920127.Violation noted:failure to
follow equipment control procedures.

*  Region 2 (Post 820201). 92/02/25. 1p. 60843:278-60843:278.

-9203100083 Insp repts 50-335/91-27 & 50-389/91-27 on 911223-920127. Violation
noted.Major areas inspacted:plant operations review.maint observations.surveillance
observations.review of nonroutine events & fire protection review.
ELROD.S.A., SCOTT.M.A., LANDIS.K.D. Region 2 (Post 820201). 92/02/25. 17pp.
60843:279-60843:295.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.ffected contactors.Replacements available by Apr 1992.
